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TO: 


Tonja Turner-Roberts 
435-8630 


FROM 


Patricia Cullen 



DATE: 

RE: 
THE 


September 3, 1998 

WTC CONTRACTS » DRAWINGS TRANSMITTEp FOR SCANNING BY 
ENGINEERING DEPARTMENT 
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Attached are the drawings for: 

WTC-499.18 Tower M.E.R's - Sprinkler Installation and Modifications 
To Smoke Detection System 
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